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This report is required by law (7 (JSC 2143). Faiiure to report according to the regufations can 
re‘s..j!t .n .;h order to cease and desist and to be subject to penalties as provided for m Section 2150. 


UNITED states DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side for 
additional information 


1 

Interagency Report Control No 
0180-OOA-AN 





1. REGISTRATION NO. CUSTOMER NO. 

61-R-0001 897 

FORM APPROVED 

0MB NO 0579-0036 

I 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA 

include Zip Code) 


UNIVERSITY OF LOUISVILLE 

2301 S. THIRD STREET 


LOUISVILLE, KY 40292 


(502) 588-5268 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets »f necessary. ) 


FACILITY LOCATIONSfsrfes; 


See Attached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY fAtfach additional sheets » necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non^Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


Calf 


1 3. Other Animals 


Shrew 


GRB 




C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involvir^g no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conduded involving 
accompanying pain or 
distress to the animals 
arid for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 

0 

17 

25 

10 

0 

30 

21 

0 

3 

305 

0 

0 

0 

5 

5 

48 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals arKf for which the use of appropriate 
anesthetic, analgesic, or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
irrterpretation df the teaching, research, 
experiments, surgery, or tests (An explanation of 
the procedures producing pain or distress m these 
animals arxi the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C ♦ 
O^E) 


17 


35 


30 


71 


30 ” 



0 

0 

0 

70 




ASSURANCE STATEMENTS 


1} Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered aKematives to painful procedures. 

3} This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and e)d>lained by the 
principal investigator and approved by the Institutional Animat Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report in 
addition to identifying the lACUC-approved exceptions. tNs summary indudes a brief explanation ttie exce^ions. as well as the spedes and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible institutional offictai) 

I certify that the above Is true, correct, and complete (7 U.S.C. Section 2143) 


DATE SIGNED 



- HEADQUARTERS 


























































APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number: 6 1 -R-0001 

Customer Number: 897 

Facility: UNIVERSITY OF LOUISVILLE 

2301 S. THIRD STREET 
LOUISVILLE. KY 40292 
(502) 588-5268 


UNIVERSITY OF LOUISVILLE 
2301 S. THIRD STREET 
LOUISVILLE, KY 40292 


I 

I 


r 



Attachment 1 
University of Louisville 
USDA Annual Report of Research Facility 


3. Facility Locations 

Research Resources Center 
Health Sciences Center 

Medical School “A” Tower 
Health Sciences Center 

Medical Dental Research Building 
Health Sciences Center 

Brown Cancer Center 
Health Sciences Center 

Baxter Biomedical Research Building 
Health Sciences Center 

Life Sciences Building 
Belknap Campus 


This report is retjuireci by law (7 JSC 2143). Failure to report according to tbe regulations 


See attached form for 
additional information 


'-cr 

Interagency Report Control No.: 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. CERTIFICATE NUMBER: 0 ^ -R-0002 
CUSTOMER NUMBER: 098 


FORM APPROVED 
0MB NO. 0579^36 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


University Of Kentucky 
Chandler Medical Center, H41a 


C/0 Division Laboratory Animal Resource^n 
Lexington, KY 40536 ^^39 


Telephone: (859) -323-5885 


■%> 


3. REPORTING FACILITY ( Ust alt locations where animals were housed or used in actual research, testing, or experimentation, or heid for these purposes. Attach addiliwal sheets if necessary ) 


FACILITY LOCATIONS ( Sites } • See Atached Usting 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets if necassarv or use APHIS Form 7023A \ 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being- 
bred. 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not ye 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain> 
relieving drugs. 


Number of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pjain or distress in these animals and the 
reasons such drugs were not used must be attached to 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primate 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


Gerbils 


13. Other Animals 




1 ) Professionally acceptable standerds governing the treatment end use of seiimals. including appropriate use of anestetic. analgesic, and tranquiiizing drugs, prior to, during, arxl following 
actual research, teaching, testing, surgery, or experimentation wera followed by this research facility. 

2) Each prir)dpal investigator has considered altemetivea to painful procedures. 

3) This facility is adhering to the standards arxf regulations under the Act and it has required that exceptiorui to the starxlards arxl regulations be ^>ecified and explained by the principal 
investigator and approved by the Institutior^al Animal Cara arKj Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report In addition to identifyinQ the 
lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and rxxnber of antmels affected. 

4) The atterxjing veterinarian for this research fadiity has appropriata authority to ermire the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFRCIAL 
( Chief Executive Officer or Legally Responsible Institutionai Official ) 


DATE SIGNED 











































ATTACHMENT 


“ANNUAL REPORT OF RESEARCH FACILITY” 

University of Kentucky 
Registration No. 61-R-0002 
Customer Number 898 


Location of Research Facilities 

<♦ Medical Center (includes the following) 

Main Facility 
College of Pharmacy 
* Sanders Brown Facility 
Spindletop Facility 

❖ *Tobacco and Health Research Institute 

❖ *W. P. Garrigus Building 

❖ Gluck Equine Research Center 
♦♦♦ Wenner-Gren Building 

❖ *Kastle Hall 

❖ *Thomas Hunt Morgan Building 

❖ * Animal Research Center-Beef Intensive Research Building 

All facilities are in Lexington, KY on the University of Kentucky Campus 


’•'No covered species were housed in these facilities between October 1 , 
2001 through September 30, 2002. 


OCT 1 7 2002 


This report is required by law (7 DSC 2143). Failure lo report according lo the regulations 
can 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for 
additional information 


1. CERTIFICATE NUMBER; 61-R-0004 
CUSTOMER NUMBER: 888 


Interagency Re 


iportConirol 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILPTY 

( TYPE OR PRINT ) 


Morehead State University 
Upo 995, 901 Ginger Hall 
Morehead, KY 40351 

Telephone: (606) -783-2010 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


MSU Veterinary Technology Program 

(Derrickson Agricultural Complex) facilfty locations ( site. ) - seeAtact.edUs«ng 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY / Attach additional sheets if necessarv or use APHIS Form 7023A V 



Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, 

TOnditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not ye 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, w 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 


E. Number of animals up<m wNch teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquiiizing drugs would 
have adversely affected the fx^Kredures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



. D 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Norvhuman Primate 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 



82 

0 

0 

82 

12 

0 

0 

12 

0 

0 

0 

0 

0 

0 

0 

0 

10 

0 

0 

10 

0 

0 

0 

0 




1 

0 

0 

1 

t 

2 

0 

0 

2 

1 

0 

0 

1 


13. Other Animals 


Can. Goose 


Gr. Hrn. Owl 


Cardinal 


ASSURANCE STATEMENTS 


1) Professionaily acceptable standards govemir>g the care, treatment, and use of animats, including appropriate use of anestetic, analgesic, aryj tranquiiizing drugs, prior to, during, and following 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each prindpal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal 
investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report In addition to identifying the 
lACUC-approved exceptions, this surrimary includes a brief explanation of the exceptions, as well as the spedes and number of animals affected. 

4) The atterxling veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutionai Offidai ) 




SIGNATURF OF CFO OR INSTITUTIONAL OFFICIAL 


I NAME « TITLE OF C.E.D. OR INSTITUTIONAL OFFICIAL f Tvott or Print 


DATE SIGNED 




r^i I ri%^ r t 


(AUG 91 ) 


































































Tr.is repcrt >s required oy aw {7 JSC 2143) Failure to repon according :c ire reguiaucns 

wSn 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PU\NT HEALTH INSPECTION SERVICE 


See aitacned form for 
additional information 


Interagency Repon Ccniroi No.; 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


1. CERTIFICATE NUMBER: 61-R-0008 

FORM APPROVED 

OMB NO. 0579-0036 

CUSTOMER NUMBER; 860 


Murray State University 


College Farm Road 


Murray, KY 42071 


Telephone: (270) -762-7002 



3. REPORTING FACILITY ( List ail locations where animals were housed or used m actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


A FACILITY LOCATIONS ( Sites ) • See Atached Listing Bl3.ck.burn ScionCO 


A. Carman Animal Health 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILfTY / Attach additional sheets if necessarv or use APHIS Form 7023A \ 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred. 

conditioned, or 
held for use4n 
leaching, 
testing, 
expenmenls, 
research, or 
surgery but not ye 


Number of 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals 
upon which 

expenments. teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranguilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, expenments. 
surgery, or tests. ( An explanation of the procedures 
produong pain or distress in these animats and the 
reasons such drugs were not used must be attached to 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primate 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


1) Professionaity acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestebc, analgesic, and tranquilizing daigs, prior to, during, and following 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2} Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the phndpai 
investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the 
lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as welt as the species and number of animals affected. 

4) The attenoing veterinarian for this research facility has appropriate authority to ensure the p)rovision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


AP 


1 


























This report is required by law (7 USC 2143). Failure to report according to the regulations flPT 17 ^007 See attached form for 

^ additional information 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


1. CERTIFICATE NUMBER: 

61-R-0101 

CUSTOMER NUMBER: 

890 


lnt«agency Report Conlrcrf No. 


FORM APPROVED 
0MB NO. 0579-0036 


Clinical Division Of Trover Clinic Foundation, Inc 
200 Clinic Drive 
Madisonville, KY 42431 

Telephone: (502) -825-7269 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary } 


FACILITY LOCATIONS { Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY t Attach additional sheets if necessarv or use APHIS Form 7023A \ 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not y€ 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animats 
upon which 

experim&its. teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accorrpanyino pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretatiOT of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primate 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


1 ) Professionally acceptable standards governing the care, treatment, and use of animats, including appropriate use of anestetic, analgesic, and tranquilizing dmgs, prior to, during, and following 
actual research, teaching, testing, surgery, or experimentation were followed by this research tedtity. 

2} Each prir>ctpal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under tfie Act, and it has required that exceptions to the standards and regulations be specified and explained by the prir)cipat 
investigator and approved by the Institutional Animal Care and Use Committee (tACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the 
lACUC-approved exceptions, tfiis summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILDY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutionat Official ) 




li-ft 2at 

























APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number. 61-R-0101 

Customer Number 890 

Fadlity: CLINICAL DIVISION OF TROVER CLINIC FOUNDATION, INC 

200 CLINIC DRIVE 
MADISONVILLE, KY 42431 
(502) 825-7269 


PENNYRILE ANIMAL CLINIC 
2450 NORTH MAIN STREET 
MADISONVILLE. KY 42431 


'TRovetS. Ouiivnc Feur^c»An«vl BLDrli. 
klGWTUdCW 


Thjs report is require:} by law (7 USC 21 “iS). Failure to report according to the regulations 
can 


OCT 0 3 2002 See attached form for 


Interagency Report 


additional information 


ChX 

art Control N 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 61-R-0102 

CUSTOMER NUMBER: 8217 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Director, Office of Sponsored Programs 

Western Kentucky University 

106 Foundation Building 

1 Big Red Way 

Bowling. Green, KY 42101-3576 



3. REPORTING FACILITY ( Ust all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


TCNW 214 FACILITY LOCATIONS ( Sites ) - See Atached Listing 

14th and Chestnut, Bowling Green, KY 42101 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A \ 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not ye 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the leaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primate 


10. Sheep 


1 1 . Pigs 


1 2. Other Farm Animals 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, arul tranquilizing drugs, prior to. during, and following 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards arxj regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal 
investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the 
lACUC'approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

f rthief pYeriitivA Dffir^r nr I AnalK/ RocnnncthiA Incfiti iftnriAi nffinial \ 


DATE SIGNED 




























See reverse side for 
additional information. 


Interagency Report Control No 
0180-OOA-AN 



Th[s report is required by law (7 USC 2143) Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to pienalties as provided for in Section 2150 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


3. REPORTING FACILITY {List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSrsifes; 


TRANSYLVANIA UNIVERSITY 
LEXINGTON, KY 40508 


1. RECaSTRATION NO. CUSTOMER NO. 

61-R-0108 8968 

FORM APPROVED 

0MB NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 

inducte Zip Code) 


TRANSYLVANIA UNIVERSITY 

300 NORTH BROADWAY 

LEXINGTON, KY 40508 




1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additionai sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
expenments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
arKi for which appropriate 
anesthetic, artelgesic, or 
trarxfuiiizirTg drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accofT^>anying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, artetgesic, or trarx^uilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching. reseat:h, 
experiments, surgery, or tests. (An exf^anation of 
the procedures producing pain or distress in fhese 
animals and the reasons such drugs were not used 
must be attached to teis report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C * 
O^E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


1 0. Sheep 


11. Pigs 


1 2. Other Farm Animals 



13. Other Animals 


Mongolian Gertils 




ASSURANCE STATEMENTS 


1) Professionally acceptable st^ards governing the care, treatment, and use of animals, including appropri^e use of anesthetic, analgesic, arnt tranquilizing drugs, prior to. dunng. 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the AcL and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animat Care Use Committee (lACUC). A summary of all the exceptions is attached to this annual report In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explar>ation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinaian for this research facility has appropriate auth(xity to ensixe the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

1 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

1 1/23/2002 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 






















